REQUEST FOR APPROVAL OF DISPOSAL OF BUILDINGS AND 

IMPROVEMENTS 

For use of this form, see AR 405-90; the proponent agency is USACE 


DATE 


NAME OF INSTALLATION 


LOCATION 


ACCOUNTABLE OFFICER 


POST 

NO. 


DESIGNATION AND DESCRIPTION 
(Include information on installed property to be removed prior to disposal) 


TYPE OF 
CONSTRUCTION* 


ORIGINAL COST AND YEAR 
BUILT (Estimate if not known) 












TOTAL COST 




Continue on additional sheets , if necessary. 


*P - Permanent; S- Semi-permanent; T- Temporary (See AR 420-70). 



DA FORM 337, MAY 1959 



PREVIOUS EDITIONS ARE OBSOLETE 



APD LC V2.00ES 








REMARKS (Include conditions prompting disposal, and indicate whether land on which property is located is leased or government-owned.) 




FINAL DISPOSITION OF PROPERTY 



REVERSE , DA FORM 337, MA Y 1959 



APD LC V2.00ES 






